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Separate pauiug Is siven to this Part In order that It may be filed 
as a separate compilation. 

MINISTRY OF HEAEXII AND FAMILY PLANNING, AND WORKS, HOUSING 

AND URBAN DEVELOPMENT 

(Department OH Health) 

NOTIFICATION 

New Delhi, the 17th June 1971 

S.O. 3311. — In pursuance of Sub-Section (1) of Section 7 of the All-India 
Institute of Medical Sciences Act, 19.56 (No. 25 of 1956), the Government of India 
hereby nominates Shri Uma Shankar Dikshit, Minister of Health and Family 
Planning and Works, Housing and Urban Development as President of the All 
India Institute of Medical Sciences. New Delhi, vice Shri K, K. Shah resigned. 

[No. F. l-39/7NME(PG.] 
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